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Philip Morris Protocol: SCoR2003-6/02/02 

A controlled study comparing the long-term exposure to smoke constituents of 
Marlboro Ultra Lights and SCoR 2003-6 cigarettes in adult smokers. 

MDSPS #AA01564 

Note-to-File 

This is to serve as a note-to-file regarding Ames Mutagenicity Assay. The 
sponsor requests that MDS Pharma Services will no longer conduct the Ames 
Mutagenicity Assay and all the urine samples collected for this purpose will be 
destroyed. 
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